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3.  LOCATION 

itor.ic.lf  TexA3 


10.  CONCLUSION 

Possilble  t DIPQS 


1.  OATH  • TIME  OROUP  / 3.  LOCATION 

12  Jui^O  XL’jC^  ' iinr-t.-l  f . Tavam 


3.  SOURCE 
>:dlltary 


4.  NUMBER  OF  OBJECTS 
Kot  **tated 


S.  LENGTH  OF  OBSERVATION  11.  BRIEF  SUMMARY  AND  ANALYSIS 


30  miautos 


6.  TYPE  OF  OBSERVATION 

Cround  Visaal 


7.  COURSE 

Not  Stated 


B.  PHOTOS 
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9.  PHYSICAL  EVIDENCE 
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On  12  Jiine  1952  at  1430, 


f the  niyslologjr  Branch  of 


tlM  Aero  Medical  Lab,  VACC,  called  to  report  a sighting  of  an  unidentified  aerial 

object*  The  objects  were  sighted  for  a period  of  one  half  hour  between  2100 

> 

and  2130  C3T  fl*om  a driv^in  theater  located  near  Randolf  AFB,  Texas*  The 
0i^>t  did  not  know  the  exact  location  n>r  the  directions  since  he  is  not  farolliar 
with  that  area*  (Ha  was  there  on  TDY*)  ^he  objects  ware  noticed  to  the  right 
of  the  screen*  A total  of  about  15  to  20  objects  were  obserred.  They  were 
obaeXTSd  one  at  a time  without  more  than  three  observations  at  once*  They 

appeared  to  be  about  three  tiioes  as  bright  as  Venus,  four  times  as  fast  as  a 

* 

?-86  and  about  one-twentieth  the  sise  of  a full  noon.  They  were  bright  bluish 
idiite  in  color*  They  were  going  back  and  forth,  up  and  down,  although  nost  of 
^ea  tended  to  go  upward*  One  was  noted  to  perform  nearly  a perfect  sine-wave* 
They  would  suddenly  coma  into  view  and  suddenly  disappear.  They  did  not 
gradually  fad  out. 


The  weather  was  CAVU* 
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